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PRHVLEGED ANP CONFIPENTrAL 


PHILIP MORRIS management CORF. _ INTER-OFFICE CORRESPONDENCE 

F.O. BOX 26603, RICHMOND, VA 23261-6603 


TO: Robbie Elves DATE: November 9,2000 

Roger Walk 

FROM: Kevin Osborne ^— 

RE: Total Exposure Study: Draft Standards of Performance 


Furtiier to my memorandum of October 17, 2000 and comments from you provided by 
Lore^ to me, I enclose a revised mark-up of draft standards of performance for Covance to 
perform the pilot total exposure study. 

Please review the enclosed draft and let me know your further comments. Unless you 
have a different perspective, I think the draft is ready for further circulation. 

I look forward to hearing from you. 
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Source: https://www.industrydocuments.ucsf.edu/docs/yxwj0001 


